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UNITED STATES INTELLIGENCE BOARD 
SECURITY COMMITTEE 


SECOM-A-I6 3 
1 October 1974 


Agenda 

One Hundred Sixty - Third Meeting 
Room 6E-0708 CIA Headquarters Building 
Tuesday, 1 October 1974, 1030 Hours 


CLAIRE 

(a) Report by Chairman - 
Working Group. 

(b) Discussion 


CLAIRE 


2. Discussion of Implementing Procedures for Analysis of US 
Espionage Cases 


STAT 
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